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NOTES: 


lL PARTS ARE NUMBERED IN 
1-49 PARTS ON THE MAI 
100-109 PARTS ON THE LED 
200-209 PARTS ON THE CA‘ 


2. ALL RESISTORS ARE 1/4-W 
RESISTOR VALUES ARE IN 


3. CAPACITOR VALUES ARE | 
4. ty THIS SyMBOL INDICA 
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NOTES: 

Te PARTS ARE NUMBERED IN THE FOLLOWING GROUPS: 
1-49 PARTS ON THE MAIN CIRCUIT BOARD. 
100-109 PARTS ON THE LED CIRCUIT BOARD. 
200-209 PARTS ON THE CASE, 


2. ALL RESISTORS ARE W4-WATT, 5% UNLESS MARKED OTHERWISE, 
RESISTOR VALUES ARE IN OHMS {K*1000, M=1, 000,000), 


3. CAPACITOR VALUES ARE IN uF UNLESS MARKED OTHERWISE. 
4 b THIS SYMBOL INDICATES A CIRCUIT BOARD GROUND. 


5 (e) THIS SYMBOL WITH A LETTER OR NUMBER IN IT INDICATES 
A WIRE CONNECTED TO THE CIRCUIT BOARD. 


6->>— THIS SYMBOL INDICATES A PLUG-IN CONNECTION, 
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